78      DOCKETED ITEMS

-9005010213 Notice of violation from insp on 900312-16.Violation noted: inspector de-
termined that security personnel not being tested for glaucoma.
* Region 1, Ofcof the Director. 90/04/20. 1p. 53662:347-53662:347.

-9005010216  Insp  Rept  50-286/90-05  on  900312-16.Violation   noted.Major areas

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list end.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.EQ. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 90/04/30.
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032. "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005160247 Informs of proposed 800620-21 workshop in King of Pmssia,PA to promote
better understanding of NRC insp program.Proposed agenda & outline for breakout
sessions encl.

KANE,W.F. Region 1, Ofc of the Director. 90/05/04. RUSSELL.J. New York Power
Authority (formerly Power Authority of the State of New York). 4pp. 53854:061-
53854:064.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005230294 Ack receipt of 900208 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-286/89-82.

HODGES.M.W. Region 1, Ofc of the Director. 90/05/14. RUSSELL.J.E. New York
Power Authority (formerly Power Authority of the State of New York). 6pp. 53915:001-
53915:006.

9005230007 Responds to violations noted in Insp Rept 50-286/90-05. Util disagrees w/
inspector interpretation of testing requirements in plant nuclear power guard training &
qualification plan & 10CFR73 App B.

RUSSELL.J.E. New York Power Authority (formerly Power Authority of the State of
New York). 90/05/16. BELLAMY.R.R. Region 1, Ofc of the Director. 4pp. 53914:063-
53914:066.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037, "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005010303 "1989 Radiological Environ Operating Rept,lndian Point Nuclear Power
Plants." W/900419 Itr.

RUSSELL.J.E. New York Power Authority (formerly Power Authority of the State of
New York). BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/12/31.
MARTIN.T.T. Region 1, Ofc of the Director. 105pp. 53662:126-53662:230.

9005040012 "Annual Environ Protection Plan Rept for CY89." W/900426 Itr.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 89/12/31. 10pp. 53739:138-
53739:147.

9005100201 "Indian Point Station Discharge Monitoring Repts Jul-Dec 1989." W/
900501 Itr.

BRONS.J.C. New York Power Authority (formerly Power Authority of the State of New
York). 89/12/31. 15pp. 53793:114-53793:128.

9004230388 Monthly operating rept for Mar 1990 for Indian Point 3 Nuclear Power
Plant.W/900402 Itr.

SMITH.S., RUSSELL.J.E. New York Power Authority (formerly Power Authority of the
State of New York). 90/03/31. 5pp. 53561:053-53561:057.

9005110229 Monthly operating rept for Apr 1990 for Indian Point 3 Nuclear Power
Plant.W/900501 Itr.

SMITH.S., RUSSELL.J.E. New York Power Authority (formerly Power Authority of the
State of New York). 90/04/30. 5pp. 53813:301-53813:305.

S. Reportable occurrences, LERs & related correspondence

9005010279 PNO-l-90-033:on 900424,unit initiated Tech Spec required shutdown due to
both hydrogen recombiners being inoperable. Repairs to recombiners performed con-
current w/shutdown.State & local authorities informed.
MEYER.G. Region 1, Ofc of the Director. 90/04/24. 2pp. 53677:053-53677:054.

9005040247 LER 90-003-00:on 900329,discovered that Noncategpry I seismic Class III
nitrogen supply line installed in safety- related seismic Class I line between two con-
tainment isolation valves.Caused by inadequate review.W/900430 Itr.
MACCHIARULO.J., RUSSELLJ.E. New York Power Authority (formerly Power Author-
ity of the State of New York). 90/04/30. 6pp. 53719:065-53719:070.

DOCKET 50-287 OCONEE NUCLEAR STATION, UNIT 3

F. Security, medical, emergency & fire protection plans

9005040061 Rev 35 to "Crisis Mgt Plan for Nuclear Stations." W/900430 Itr.
TUCKER.H.B. Duke Power Co. 90/04/30. 13pp. 53736:304-53736:316.

9005170096 Forwards public version of Rev 90-04 to Vol C to EPIP manual.
TUCKER.H.B. Duke Power Co. 90/04/30. Document Control Branch (Document Con-
trol Desk). 3pp. 53858:012-53858:060.

-9005170098 Public version of Rev 90-04 to Vol C to EPIP manual.
BARRON.H.B. Duke Power Co. 90/04/30. 47pp. 53858:015-53858:060.

9005090046 Responds to NRC 900402 Itr re violations noted in Insp Repts 50-269/90-
06.50-270/90-06 & 50-287/90-06.Corrective actions: security terminated badges of
two Wometco employees & need to follow security requirements reinforced w/con-
tractors.

TUCKER.H.B. Duke Power Co. 90/05/02. Document Control Branch (Document Con-
trol Desk). 3pp. 53809:314-53809:316.

9005150142 Rev 3 to EDA-3, "Emergency Dose Assessment Manual." W/ 900510 Itr.
TUCKER.H.B. Duke Power Co. 90/05/09. 33pp. 53821:304-53821:336.

9005220224 Discusses status of safety & performance improvement program portion of
B&W Owners Group EOP review project.

O'CONNOR.W.T. Babcock & Wilcox Operating Plants Owners Group. 90/05/16.
CRUTCHFIELD.D. Office of Nuclear Reactor Regulation, Director (Post 870411). 2pp.
53918:123-53918:124.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240415 Advises that anticipated walkdown of plant.per resolution of USI A-46 will
be deferred beyond 881007 schedule & reserves right to revise implementation
schedule at plant to integrate potential future requirements into single program.
TUCKER.H.B. Duke Power Co. 90/04/10. Document Control Branch (Document Con-
trol Desk). 2pp. 53596:063-53596:064.

9004240422 Forwards Rev 5 to "Duke Power Nuclear Production Dept Corporate Proc-
ess Control Manual."

TUCKER.H.B. Duke Power Co. 90/04/17. Document Control Branch (Document Con-
trol Desk). 2pp. 53626:217-53626:264.

-9004240425 Rev 5,to "Duke Power Co Nuclear Production Dept Corporate Process
Control Manual."
* Duke Power Co. 90/04/17. 46pp. 53626:219-53626:264.

9005010319 Advises that updated inservice testing program & response to Generic Ltr
89-04 will be submitted in Nov 1990.

TUCKER.H.B. Duke Power Co. 90/04/18. Document Control Branch (Document Con-
trol Desk). 1p. 53666:307-53666:307.

9005020129 Advises that 900323 Amend 13 to QA program meets 10CFR50.54(a) &
acceptable.

GIBSON.A.F. Region 2, Ofc of the Director. 90/04/18. TUCKER.H.B. Duke Power Co.
2pp. 53670:341-53670:342.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005030114 Forwards environ assessment & finding of no significant impact re 880122
application for amend re LOCA-limited max allowable linear heat rate.
WIENS.LA. Project Directorate II-3. 90/04/25. TUCKER.H.B. Duke Power Co. 2pp.
53700:286-53700:291.

-9005030118 Environ assessment & finding of no significant impact re 880122 applica-
tion for amend to Tech Specs to increase linear heat rate at 2-ft core elevation
level.EIS unwarranted.
HOOD.D.S. Project Directorate II-3. 90/04/25.4pp. 53700:288-53700:291.

9005040318 Forwards Amends 182,182 & 179 to Licenses DPR-38.DPR-47 & DPR-
55,respectively & safety evaluation.Amends revise Tech Specs to include addl or
more stringent operabilify requirements for various auxiliary electrical sys.
WIENS.LA. Project Directorate il-3. 90/04/25. TUCKER.H.B. Duke Power Co. 3pp.
53736:211-53736:247.c of the Director. 90/04/05. 12pp.
